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CENTRAL OCT 1 7 1997 


ORDINANCE NO. 97-31 


AN ORDINANCE OF THE BOARD OF COUNTY 
COMMISSIONERS OF PALM BEACH COUNTY, FLORIDA 
AMENDING THE 1989 COMPREHENSIVE PLAN AS 
ADOPTED BY ORDINANCE NO. 89-17, AS AMENDED; 
AMENDING THE TEXT OF THE SOLID WASTE, 
DRAINAGE, POTABLE WATER, AND SANITARY SEWER 
SUB-ELEMENTS (TO UPDATE AND REVISE BASED ON 
THE 1996 PALM BEACH COUNTY COMPREHENSIVE PLAN 
EVALUATION AND APPRAISAL REPORT); AND DELETING 
THE AQUIFER RECHARGE SUB-ELEMENT (BASED ON THE 
1996 PBC COMPREHENSIVE PLAN EVALUATION AND 
APPRAISAL REPORT); AND AMENDING ALL ELEMENTS 
AS NECESSARY; PROVIDING FOR REPEAL OF LAWS IN 
CONFLICT; PROVIDING FOR SEVERABILITY; 
PROVIDING FOR INCLUSION IN THE 1969 
COMPREHENSIVE PLAN; AND PROVIDING FOR АМ 
EFFECTIVE DATE. 


WHEREAS, on August 31, 1989, the Palm Beach County Board of 


County Commissioners adopted the 1989 Comprehensive Plan by | 


Ordinance No. 89-17; and 


WHEREAS, the Palm Beach County Board of County Commissioners : 


amends the 1989 Comprehensive Plan as provided by Chapter 163, Part 
II, Florida Statutes; and 
WHEREAS, the Palm Beach County Board of County Commissioners 


have initiated amendments to several elements of the Comprehensive 


cam o 0 өч 


Plan in order to promote the health, safety and welfare of the 


public of Palm Beach County; and 


WHEREAS, the Palm Beach County Local Planning Agency conducted : 


a public hearing on February 28, March 14, and March 28, 1997, to; 


review the proposed amendments to the Palm Beach County : 


Comprehensive Plan and made recommendations regarding the proposed 


amendments to the Palm Beach County Board of County Commissioners | 


pursuant to Chapter 163, Part II, Florida Statutes; and 
WHEREAS, the Palm Beach County Board of County Commissioners, 

as the governing body of Palm Beach County, conducted a public 

hearing pursuant to Chapter 163, Part II, Florida Statutes, on 
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27 


28 


20 


30 


| 


March 31 and April 2, 1997, to review the edome td еы of the 
Local Planning Agency, whereupon the Board of County Commissioners 
authorized transmittal of proposed amendments to the Department of 
Community Affairs for review and comment pursuant to Chapter 163, 
Part II, Florida Statutes; and 

WHEREAS, Palm Beach County received on July 7, 1997, the 
Department of Community Affairs "Objections, Recommendations, and 
Comments Report," dated July 3, 1997, which was the Department's 
written review of the proposed Comprehensive Plan amendments; and 

WHEREAS, the written comments submitted by the Department of 
Community Affairs contained no objections to the amendments . 
contained in this ordinance; 

WHEREAS, on August 8, 1997, the written comments submitted by 
the Department of Community Affairs, and the Planning Division's 
response to the written comments, were reviewed by the Palm Beach : 
County Local Planning Agency to make recommendations regarding 
adoption of the Comprehensive Plan amendments; and 

WHEREAS, on September 22, 1997, the Palm Beach County Board of 
County Commissioners held a public hearing to review the written | 
comments submitted by the Department of Community Affairs and to. 
consider adoption of the amendments; and 

WHEREAS, the Palm Beach County Board of County Commissioners 
has determined that the amendments comply with all requirements of | 
the Local Government Comprehensive Planning and Land Beselobnbnt : 
Regulations Act. 

NOW, THEREFORE, BE IT ORDAINED BY THE BOARD OF COUNTY 
COMMISSIONERS OF PALM BEACH COUNTY, FLORIDA, that: 


Part I Amendmen 1 h iv 


Text Amendments based on the findings of the 1996 Palm Beach 


County Comprehensive Plan Evaluation and Appraisal Report to the 
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15 


16 


157 


Мә 
JI 


— 


following Elements of the 1989 Comprehensive Plan are hereby 


, adopted and are attached to this Ordinance as the following 
|: 


Exhibits: 
A. Solid Waste Sub-Element, EAR Based Revisions, Additions, 


and Deletions; 


B. Drainage Sub-Element, EAR Based Revisions, Additions, and 
Deletions; 
С, Potable Water & Sanitary Sewer Sub-Elements, EAR Based 


Revisions, Additions, and Deletions, including merging sub- 
elements; and 


D. Aquifer Recharge Sub-Element, to delete the sub-element. 


Pare Ды. е f Law 


All local laws and ordinances applying to the unincorporated 


area of Palm Beach County in conflict with any provision of this 


ordinance are hereby repealed to the extent of such conflict. 


P LII Sev il 


If any section, paragraph, sentence, clause, phrase, or word | 


of this Ordinance is for any reason held by the Court to be 


unconstitutional, inoperative or void, such holding shall not ` 


affect the remainder of this Ordinance. 


P IV To К езе ыр йз с}! m Lv n 


The provision of this Ordinance shall become and be made a 


part of the 1989 Palm Beach County Comprehensive Plan. The 


Sections of the Ordinance may be renumbered or relettered to. 


accomplish such, and the word "ordinance" may be changed to 
"section," "article," or any other appropriate word. 

Part V. Eff Lv 

The effective date of this plan amendment shall be the date a 
final order is issued by the Department of Community Affairs or 


Administration Commission finding the amendment in compliance in 
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accordance with Section 163.3184, Florida Statutes, whichever 
occurs earlier. No development orders, development permits, or 
land uses dependent on this amendment may be issued or commence 
before it has become effective. If a final order of noncompliance 
is issued by the Administration Commission, this amendment may 
nevertheless be made effective by adoption of a resolution 
affirming its effective status, a copy of which resolutions shall 
be sent to the Department of Community Affairs, Bureau of Local 
Planning, 2740 Centerview Drive, Tallahassee, Florida 32399-2100. 


APPROVED AND ADOPTED by the Board of County Commissioners of 







Palm Beach County, on the 22 day of September ME E 
ATTEST: PALM BEACH COUNTY, FLORIDA, | 
DOROTHY H. WILKEN, Clerk BY ITS BOARD OF COUNTY COMMISSIONERS.: | 
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COUNTY ATTORNEY 
Filed with the Department of State on the 29 day 


of September „ 1997. 
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А. Solid Waste Sub-Element EAR Based revisions, additions, and deletions. 
GOAL, OBJECTIVES, AND POLICIES 


i: REVISED Policy 1.1-a: ByJanuary-of 1997-the The Board of County Commissioners 
shall adopt by October 1997 as a part of the County Comprehensive Plan, the Integrated Solid 
Waste Management Plan (ISWMP) of the Solid Waste Authority of Palm Beach County as the 
program for solid waste management in Palm Beach County. 


2. REVISED Policy 1.2-a: Withmthe time frame providedin 163:320205. F:5-—the Palm 
Beach County shall estabiish continue to operate a source separation program at all County 
administrative buildings, consistent with the recycling program of the Solid Waste Authority 


of Palm Beach County. 


9. REVISED Policy 1.2-b: The County shatrencourage and the Solid Waste Authority shall 
continue to in implementing programs based on the 1995 Interlocal Agreement in order to carry 
outitstesponsibiityin meeting the recycling goals of the 1988 Solid Waste Management Act, 
and the Authority's goal of achieving a 5096 reduction in the quantity of waste landfilled by 
1998, ; usmgtThe waste quantities of 1988 shall be used as the basis for comparison. (See 
Table 2 for waste quantities) 


4. REVISED Policy 1.3-a: The County Water Utilities Department (PBCWUD) shall 
continue to dispose of stabilized, dewatered sludge from wastewater treatment plants at 
facilities provided by the Solid Waste Authority, pursuant to the September 16, 1992 Interlocal 
Agreement.approvec-by the Solid Waste Authority September-t6,1992-Fhe facthty became 
futty-operatronahin 1994- 


9. REVISED Policy 1.3-b: The County shall require encourage, conststent-withtaw-and 
regulation; that septage haulers operating in the unincorporated County to dispose of septage 


at-one-ofthe facilities tstecd-on the Appendtxto thts sub-etementwinch has been approved by 


the Public Health Unit(PHU) or the Florida Department of Environmental Protection 
(FDEP), including facilities at the East Central Regional (ECR) Wastewater Facility, which 
were developed pursuant to agreements with the Solid Waste Authority. 


INTRODUCTION 


6. ADD AND DELETE TEXT: The Solid Waste Sub-Element is a requirement of Chapter 163, 
FS, and Rule 9J-5.011, FAC. Solid Waste Management is regulated by federal, state and local 


laws and regulations. (See Section III, Subtitle A - Regulatory Framework) 
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EXISTING CONDITIONS 
Ti ADD THE FOLLOWING TEXT AND SUBTITLES: 
А. Regulatory Framework 
1 Federal Law 
he potential environmental impa of solid waste facilities have led to the development o 
extensive network of permitting requirements at the federal and state leve mpacts on air and wate 
qualitv are reviewed һу the nvironmental Protection Agen PA) and the Florida Departmen 
of Environmental Protection (DEP) and, where dredging and filling might a bv the U.S. Arm 
orps of Enginee @ he regional water management district also provides review for wate 
qualitv and quantity impa Actual construction and operation of solid waste facilities requi 
additional permits and review by the DEP. For processing plants that will generate electric power с 
equire tall emission ks, additional DEP and Federal Aviation Administration (FAA) review ma 
пе Resource Conservation and Recovery Act (RCRA) directed EPA to develop a national program 
о regulate and manage solid and hazardous waste and provide incentives for states to adopt consistent 
programs. Hazardous waste is regulated under Subtitle C of RCRA, solid waste under Subtitle D. The 
National Comprehensive Emergency Response and Compensation Liability Act (CERCLA). provided 
i PA with autho nd funds їс оола to inciden quiring n-up_ and emergen 
mitigation (th PA “Superfund” Program RCRA апа RCLA also defined th А Я 
busine es engaged In n ПО үу е сет On nSport a dispo | and provid п ептогсетет 
processes. 
2. State Statutes 
In 1976, the State created the Florida Resource Recovery and Management Act as authorized ir 
Florida Statutes, Sections 403.701 -40 with the public purpose "to enhance the beauty and c 
of our environment: conserve and recycle our natural resources; prevent the spread of disease and the 
reation of nuisances: protect the public health, safety, and welfare: and provide a coordinatec 
WI e V " 
> law mandated that 19 counties, including Palm Beach County, incorporate resource recovery a 
Den Ted management approach when it becam onomicallv viab 
Pursuant to Chapter 403, FS, the execution and enforcement is under the jurisdiction of the Floride 


Department of Environmental Protection as contained in Rule 62-70 - ORDINANCE NO.. 
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c. 


On Ma 6 9/3, th olid W - hority o Palm В 4 OUD W D oT atte OVerno 
Askew as the lead implementation planning agen esponsible for solid waste management and 
esource recovery in Palm Beach Countv; pursuant to Section 4006 of Public Law 94-580, RCRA and 


Ince its inception, the Solid Waste Authority of Palm Beach County has made steadv progress toward 
пеуетепі of its legislative mandate. The Authori ompleted the Comprehensive Solid Wa 
Management and Resource Recovery Plan in 1979, as required by state statute, addressing the 

problems associated with solid waste management on a Co wide basi 
[n addition, the Florida Resource Recovery and Management A sec. 40 S), passed in 1980 
adopted federal guidelines and directed DER to develop and implement a hazardous waste managemen 
program. This act provided for: adoption of federal hazardous waste definitions: 2) a stem to 
nonitor hazardous waste from generation to disposal; 3) an a al inventory of large hazardous wa 
zenerators; 4) permit requirements regulating treatment, storage and disposal of hazardous waste: 

ds for hazardous waste spill and site clean-up; 6) hazardous waste management facility site selection 
r ures; and 7) fi enalties for vi 
Amendments to the Florida Act in 1983 provided directions and funds to establish a cooperative 
azardous waste management program between local, regional and state levels of government. These 
hanges included provisions for county levels of hazardous waste management assessments, regional 
and statewide facilitv needs assessments, and site selection for hazardous waste manageme iliti 

ec gi ate lev 

he Solid Waste Authority, with the Treasure Coast Regional Planning Council, Бу interloca 
agreement, completed the Hazardous Waste Management Assessment in May, 198 
In 1988, the Florida Legislature passed a comprehensive bill impacting solid waste manageme Г 
bill established recycling goals, prohibited landfill disposal of some special wastes, established gran 
programs for recycling and waste tires, and served as a legislative basis for implementing integrated 
solid waste management statewide. The 1988 Interlocal Agreement between the Board of Cour 
ommissioners and the Solid Waste Authority transferred the responsibilities for compliance with the 
] lid Waste ement Act to t id Wa u | 


The State of Florida has received approval from EPA for Florida's solid and hazardous waste program 
»ursuant to Subtitle C and Subtitle D. This makes the State the lead regulatory agen or enforcemen 
f these f W 


3. |. Regional Lev 


The Treasure Coast Regional Planning Counci RPC) has developed a Regional Comprehensive 
РО 1С Plan В uant to napte 56 Е‹ and К le Z -4, FA Od! ӯ è he Plan dea with 
izardous and non-hazardous materials and waste, and outlines policies the Agency will follow in 
addressing such issues. The Solid Waste Authority is fully aware and supportive of regional polici 
n solid w 

4. Local Level 

In the Palm Beach County unincorporated areas for example, this currently includes: the h faciliti 


be contemplated and provided for within the Comprehensive Plan; a finding of fact that the proposed 


facility is consistent with the Comprehensive Plan; a rezoning to and/or special exception approva 
within the appropriate zoning district: and site plan approval for consistency with adopted design 


criteria. 


Palm Beach County has established a policy and mechanism for dealing with the solid waste problem 


on a Cou ide basis and providing for an effective and long term solution. The County's far-sighted 
approach was the outcome of the combined and cooperative efforts of a number of concerned citizen 
state and local agency officials and legislato l'he culmination of these efforts was contained in dra 
legislation which was subsequently enacted in 1974 as the Palm Beach Cour olid Waste A 


ter 74-564, Laws of orpinanceno. Ч 7 = 21 | | 
was established for th 


nder this Act. the Solid Waste Authority of Palm Beach Cour > purpose of 
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deve oping and implementing plar ог an in -eratec ountywide solid waste management S LI 
omprised of waste reduction recycling, composting, combustion, transfer station and landfi iliti 
о serve the future needs of the County at reasonable со there have been various amendments to 
he original enabling legislation since 1975, with the appropriate legislative designation being, Chapte 
45-473. Laws of Florida, as amended. 

B. The Solid Waste Authority Mandate 


The text and tables underneath this subtitle remain the same 


б Hazardous Waste 
The text underneath this subtitle remain the same 
Dp: Household and Small Quantity Generator Hazardous Waste Collection 


The text underneath this subtitle remain the same 


E. Recycling and Waste Reduction Activities 


The text and tables underneath this subtitle remain the same 


F. Analysis of Existing Conditions 


The text and tables underneath this subtitle remain the same 


August 21, 1997 
J:\COMMON\PLANNING\CURRENT\AMEND\97-1\BCCADOPT\ORDINCE\UTILITY.EXH 
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B. Drainage Sub-Element EAR based revisions, additions, and deletions. 


INTRODUCTION 

1. REVISED TITLE: The Bratnage Stormwater Management Sub-Element is a requirement of 
Chap. 163, F.S., and Rule 9J-5.011, F.A.C. 

2; REVISED TEXT: A. Purpose of the Sub-Element 


9 


FACE— The-contents-ofthts-Sub-Element addresses dramage water and surface water 
management in Palm Beach County + including identification of drainage systems, charac- 
teristics, problems and needs. 


This Sub-Element pulls together studies and plans of the County's drainage, water control, 
improvement, and water management districts. From this, recommendations are made 
regarding drainage facilities and surface water management, to ensure protection of developed 
areas from flooding and prevent damage to critical environmental resources. 


3. RELOCATED AND REVISED SUB-SECTION: €B. Principal Findings and Plan 
Approach 


A major consideration throughout this Sub-element is that the existing primary surface water 
management system is expected to remain essentially fixed in capacity. The various 
jurisdictions in the County must coordinate efforts in order to provide an acceptable levels of 
serviceprotection under this constraint. The future of dramage/ stormwater and surface water 
management in the County will be dependent on allocating drainage/runoff discharge in a fixed 
system. While such discharges are under the permitting jurisdiction of the South Florida Water 
Management District and the twenty drainage districts, the County is charged with regulating 
the on-site secondary and tertiary systems. Site-specific drainage designs, requiring 
retention/detention and other non-structural techniques, will be the focal point of the County's 


campaign. 
4. UPDATED AND RENUMBERED SUB-SECTION: BC. Definitions and Technical 
nce 
1. Drainage 


Drainage may be described as the component of surface water management related to 
removal of surplus water from areas where the presence of such surplus is incompatible 
with beneficial land uses. 


Functional classification of in em 


n" 


For planning purposes, surface water management and drainage facilities may be divided 
into three general functional categories of interacting systems: primary, secondary and 


tertiary. 


e Primary Systems: The "primary system" consists of classified surface waters 

of the State including canals and/or natural water courses providing final 
conveyance of overall drainage basin flows to the ocean or major inland water 
bodies. This is the outlet system for the basin. Capacity is essentially fixed by 
original design as well as natural, economic and environmental constraints that 
preclude significant upgrading or expansion. In Palm Beach County, permitting 
and operational jurisdiction over this portion of the system is held by the South 
Florida Water Management District and various Drainage Districts authorized by 


Chapter 298, F.S. ORDINANCE NO О 1 
е Secondary Systems: Тһе "secondary system" consists of a broad range of 


facilities for treatment and/or control of runoff generated by defined areas of 
specific land uses. Outflows from such systems are normally subject to positive 
structural control requirements and permit limitations on their discharge to the 
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primary system. These facilities are generally designed to control area surface 
and groundwater elevations and maintain the quantity and quality of developed 
area runoff at pre-development levels, or as otherwise required to mitigate 
adverse impacts on classified receiving waters. The secondary system includes 
"on-site" storage facilities, providing stormwater treatment and control prior to 
discharge from individual development projects, as well as "off-site" facilities, 
operated by Chapter 298 Districts or other public agencies to provide comparable 
treatment of combined runoff from multiple project sites. 


Tertiary Systems: Storm sewers, swales, gutters and site grading comprise the 
"tertiary system" for immediate drainage of streets and developed areas. The 
major design consideration is rapid removal of stormwater from structures and 
areas of land uses subject to damage or disruption by inundation. These facilities 
must be capable of continuous, reliable performance, with minimal interruption 
for maintenance. Although such facilities are normally designed solely for 
conveyance, with little or no capacity for treatment and control of runoff, 
maximizing the use of overland flows across vegetated pervious areas such as 
grassed slopes and swales may provide a significant degree of infiltration and 
sediment removal, reducing the capacity required for secondary system facilities. 


3. Levels of Protection Standards 
Thedevelsofservicefordramage-a As established in this Sub-Element, these standards 
represent degrees of protection provided for various development features expressed in 
terms of storm events to be accommodated by the applicable drainage facilities. As a 
lt, these standards are levels of protection to be provided at development design c 
on-site stormwater management facilities, and do not constitute levels of servi 
andards to be provided bv off-site (publi onvevance facilitie "hev include 
performance standards used as minimum design requirements for tertiary drainage 
tems (See Poli -a, Table 1): and minimum requirements for on-site seconda 
drainage tems for discharge control and treatment of Stormwater runoff, based on 


iteria of the agency having jurisdiction over the receiving waters (See Policie ah 


= 


easurement of Storm Events: return period and duration of rainfal 


Since the possible combinations of rainfall rate and duration are essentially limitless, 
rainfall records for a given geographic area are grouped according to the statistical 
probability that a given average rate of rairfall (intensity) will be equaled or exceeded for 
a given period of time (duration). As a convention, probability is expressed in terms of 
the number of years (return period) expected between recurring storms of a specific 
intensity and duration or, more properly, that the probability of such a storm occurring 
in any single year is one divided by the return period. For example, if a two-hour rainfall 
at an average rate of at least three inches/hour is expected to occur once in five years (or 
has a one-fifth chance of occurring in any given year), such a storm would be expressed 
as a "five-year, two-hour storm of three inches/hour." The capability of a drainage 
system to dispose of runoff is commonly expressed in terms of the maximum storm event 
from which runoff can be conveyed or stored by the component facilities in a desirable 
manner. 


Specifying the return period and duration of rainfall to be handled by a drainage facility 
establishes the degree of protection that the facility can be expected to provide. That is, 
the chance of overloading a facility designed to accommodate runoff from a five-year, 
two-hour "design storm" is one in five, while the chance of satisfactory performance is 
four in five, in any given year for a storm lasting two hours. Since it is neither 
economically nor technically feasible to provide absolute protection from all storms, the 
greater the potential threat to life and property if a drainage system should fail, the more 
severe (less probable) the design storm used in determining the drainage capacity 
required for that system. 


GOALS, OBJECTIVES AND POLICIES ORDINANCE No.O 7 = 2 1 


9; DELETED GOAL: itisthe-GOXE of Palm Beach County to ensure provistorr of atechmicatty 


. . . . LJ m . 
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ADDED NEW: GOAL 1 - STORMWATER MANAGEMENT AND PROTECTION 
FROM INUNDATION AND FLOODING: it3is-thc-GOXAE-of-Palm-Bceach-County-t То 
ensure the provision of technically and economically feasible surface and storm water systems; 


and . These systems shall be adequate to maintain the adopted levels of protection from 


flooding and stormwater inundation for existing and future land uses, and shall be iramanner 
compatible with the County's goals for land use management and the protection of critical 
environmental resources. 


REVISED OBJECTIVE, POLICIES AND RELATED TABLE: 
REVISED OBJECTIVE 1.1 Levels of Service Protection 


Within the time frame provided by Chapter 463-320244 EF-S; The levels of service protection 
adopted for draimage surface and Stormwater facilities shall be adequate to: 


e provide protection from flooding and inundation consistent with the severity of the 
potential threats to health, safety, welfare, and property; 


e maintain stormwater runoff rates at levels compatible with safe conveyance capacities of 
receiving waters; and 


e mitigate degradation of water quality in surface and ground waters. 


REVISED Policy 1.1-a: The fottowing levels of service-for protection from flooding and 
inundation are contained 1 Table 1: Levels of Protection On oding and Inundation, and 
shall be used as a basis for establishing minimum design requirements for tertiary drainage 
systems. See Table 1 below. 


REVISED Policy 1.1-b: The level of service protection provided by on-site secondary 
drainage systems for discharge control shall not exceed the discharge limit established by the 
agency having jurisdiction over the receiving water at the point of outfall. If not otherwise 
specified, post-development peak discharge shall not exceed the pre-development peak rate 
based on the 25-year, three-day storm. 


REVISED Policy 1.1-c: The level of services protection provided by on-site secondary 
drainage facilities for treatment of Stormwater runoff shall be, as a minimum, the volume and 
duration of required retention or detention as specified by South Florida Water Management 
District Criteria. 


REVISED Policy 1.1-d: No permit authorizing construction shall be issued by the County 
without adequate assurance of concurrent construction, by the developer, of tertiary and 
secondary drainage designed to provide protection in accordance with adopted level of service 


protection standards. 


ADDED TITLE, AND NUMBERED Table 1: Levels of Protection from inundation and 
Flooding (Policy 1.1-a). See revised table in the next page. 


REVISED SUBTITLE OF SAME TABLE: LEVEL OF SERVICE PROTECTION 


See revised table in the next page. 


ORDINANCE МО. 
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DEVELOPMENT FEATURE 





(1) Hydraulic capacity design of related storm water discharge facilities is to be based on peak runoff rates produced by rainfall intensities for 
applicable return periods in accordance with intensity versus duration curves for FDOT - Zone 10. 
(2) Tailwater elevations for design of related storm sewerage shall be based on peak receiving water elevations determined for the noted return 
period and duration. 
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Lowest habitable space of 
residential and commercial 
buildings. 


Residential Subdivision Lots with gross 
area one-quarter acre or less. (1) (2) 


Residential Subdivision lots with gross 
area greater than one-quarter acre. 


(a) within 20 ft. of habitable 


building. 

(b) remainder of lot except areas 
designated for Stormwater 
management purposes. 


Local Streets. (1) (2) 


Collector Streets not included in 


Thoroughfare Plan. (1) (2) 


Thoroughfare Plan Streets. 


Residential Parking Lots. (1) (2) 


Commercial Parking Lots. (1) (2) 


Recreation and Open Space Areas not 
specifically designated for Stormwater 
management purposes. 


Inundation elevation resulting from 100-year, 3-day 
rainfall, assuming zero discharge; or 100-year flood 
elevation per F.E.M.A. Flood Insurance Rate Maps; 
or 100-year flood elevation as established by 
SFWMD rule, whichever is more restrictive. 


3-year, 24-hour rainfall. 


(a) 3-year, 24-hour rainfall. 


(b) duration of inundation not to exceed 8 
hours subsequent to 
3-year, 24-hour rainfall. 


3-year, 24-hour rainfall. 

5-year, 24-hour rainfall. 

In accordance with applicable requirements, per 
FDOT Drainage Manual. 

3-year, 24-hour rainfall 

(5-year, 24-hour rainfall when exfiltration trench 
system used.) 

3-year, 24-hour rainfall 

(5-year, 24-hour rainfall when exfiltration trench 


system used.) 


Duration of inundation not to exceed 8 hours 
followiag 3-year, 24-hour rainfall. 


10. 


TU 


72. 


REVISED OBJECTIVE AND POLICIES: OBJECTIVE 1.2 Impacts on Existing 
Flood Protection 


Within the time frame provided by 163:3202) FS, Palm Beach County'sdand-devetopment 


shall continue to implement policies and regulations in the Unified Land Development Code 
(ULDC) which shattbeteviewed-andtevisedto require that new development does not 


adversely impact the existing drainage or flood protection capabilities of off-site lands. 


REVISED Policy 1.2-a: Eand-development policiescand Tegulations-shall-be-amended-to 


require thatd Development orders subject to requirements of the Unified Land Development 
Code (ULDC) shall provide for the conveyance of all off-site discharge to legal positive 


outfall via drainage facilities which are constructed in appropriate easements, with adequate 
capacity to accommodate the allowable discharge, without overflow to adjacent lands. 


REVISED Policy 1.2-b: Eand-development policies-and Tegulations-shall-be-amended-to 


requirethatd Development orders subject to requirements of the Unified Land Development 
Code (ULDC) shall provide for continued conveyance of existing inflows from off-site lands, 


in a manner that will not increase inundation elevations on adjacent lands, or downstream 
rates of discharge resulting from storms, up to and including the 25-year, three-day event. 


RENUMBERED OBJECTIVE 1.3 Cost of Improvements, and RENUMBERED 
Policy 1.3-a 


ADDED NEW GOAL, OBJECTIVE AND POLICIES: 


NEW GOA - STORMWATER QUALITY: It is the Goal of Palm Beach County to 
Promote, develop and implement programs and regulations oriented to improve the 
tormwater quali in coordination and cooperation with the Sout orida Wate 

anagement Distri Special Districts, and other entities involved in OTT) 
management. 


NEW_OBJECTIVE 2.1 Stormwater Quality Management 


Water qualitv standards set by State Law or the SFWMD _ shall be addressed bv the 
nerformance of stormwater quality monitoring and enforcement as required by the NPD 


program. 
NEW -Policy 2.1-a: The Palm Beach Co d 


Мапа ent (ERM) shall conduct monitoring of the | 04 major out! à Ove 


x. ‘od ‘red bv the EPA NPDES 
NEW Policy 2.1-b: The County through ERM shall provide enforcement to those wate 


istricts istance 


RELOCATED AND REVISED Policy tfre Policy 2.1-c: Fée к аш 


sh develop regulations establishing requiremen or provision of additional on-si 

nent, b TEES oper, when public policy determines the need for additional protection c 
ensitive receiving waters, or where existing discharges are determined to be causing or con- 
ibuting to contravention of applicable water quali andards in the receiving 


The work to identify impacted waters will be performed in accordance with (NPD 
permit governing the Our and the special distr ich are also NPD 


permitte he findings of other agencies performing tests in addition to the NPDE* 


ө » results of this monitoring will be used to amend the standards if necessan 


DELETED OBJECTI 4 AND AND DELETED "TEX OMMITMENTS" 
FOUR AND FIVE: 


. н NC. Су 97 - a 1 
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The fifth text commitment was the statement UIS E D CIBUS SERO 
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NEW GOAL 3 AND UNDERLYING OBJECTIVES AND POLICIES: 


ADDED NEW GOAL 3 - STORMWATER MANAGEMENT COORDINATION: Itis 
the GOAL of Palm Beach County to promote sound management of stormwater and surface 
water to meet the re demands of the environment, urban growth and agri с 


NEWObiective 3.1 Coordination with Special Districts (Formerly Objective 5): Palm 


Beach County shall coordinate with the Special Districts in addressing stormwater anc 
ew ma ituati 
NEW Policy 3.1-a: Pursuant to Chapter 189.4 S.. the County shall review the facility 
repo! prepared bv the loca pecial Distri or consisten with the Countv' 
omprehensive Plan. Consisten hould be determined based on the Comprehensive Plan’ 
provisions for: 
ө tormwater anc ace water management, consistent with Federa ate, anc 
cal law lati a 
ө Land use and growth management provisions for the urban and гигг 
areas 


REVISED Policy 3.1-b: Fhese-anatysesThe results of the review of facilities reports, upon 


determination of consistency, shall be incory 'orated into the Comprehensive Plan. When a 
acility report is found inconsi ent with the plar p 1e should be either resolved through 
a coope ative e ffort among пе раг! involvec nti o ] ET ] eacned. © ] та "esce 


an amendment to the plan. 


REVISED Objective 3.2 Assessment of Drainage Stormwater Management Programs 
(Formerly Objective 4) : By-October;1992-Palm Beach County shall cooperate with the 


-WMD and the Special Districts -- under the lead of the SFWMD., in the iden ation anc 
ASSE ent of stormwater and water management problems and definition с 
smediaion strategies. eablshngmontorng prgramrtevaat wither ives 


REVISED iced 3.2-a: The County, ee rig: ^ aei shall imitrate 


ooperate w -WMD and the Spe 1 monitoring and evaluating whethe 
адай levels of service for_prorsction fram fondi and munia ас adequate. a 
a LJ Uc C LJ LJ k 
ОЛЕ) E е ‚ Va [4:4] tt Mn $ M x d » Д. ке d L] Е D 
Н a0 A UL ү L| LI LI d Р] I2 J ] Л в alit * HI а ш 
, : otic; ! " Т ри 
© he County, within the Office of the County Engineer, shall continue the informa 
complaint review and referral proce o monitor stormwater and surface wate 
problems and informal records based on citizen inguiries,stormwater and surface wate 
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е [| oun Й a f pecial Districts compile and maintain similar record 
D An inventory of basin-wide surface and storm water management situations and 
problems affecting the priman em shall be the responsibility of the SFWMD 


REVISED Policy 3.2-b: The County shall cooperate with the SFWMD and the Special 
Districts, in investigating stormwater and surface waterdrainage problems areas-withinthe 
County's-jurisdictron-shatbe-investigated-as to severity, frequency, cause and available 
remedies. Results shall be used to prepare an assessment of dratnage;stormwater and surface 


water management needs, including recommended strategies for mitigation. Fhe-County-shatt 


e пе County, within the Office of the County Engir i ond пе investigation 
d terti W ' 
е || QUI ll ес паї pecial Di Г] OTi he inve igation C nrima anc 
E AEE 
Ф Basin-wide surface and storm water management situations and problems affecting the 
hall е ibili 


REVISED Policy 3.2-c: When specific studies are undertaken and findings recommend more 
stringent requirements than those included in the Comprehensive Plan, the stricter 
requirements shall be considered for adoption into the Unified Land Development Codes 
(ULDC) forthatarea. 


EXISTING CONDITIONS 


14. 


ADDED NEW SUB-SECTION G. уу i ent 
Management of Stormwater quality in unincorporated Palm Beach County involve 
intergovernmental coordination because of the complex jurisdictional arrangement с 
Stormwater management facilities. As noted above, the primary manmade drainage 
conveyances (i.e. Classified Surface Waters of the State) are operated by the South Florida 
Water Management Distri VID) and various water control distri ertain wate 
ontrol distri erving Palm Beach County operate secondary tems ех ively, or іг 
conjunction with primary conveyance facilities. Permits issued to the water control distri 
оу the SFWMD regulate the quality of Stormwater which these distri an discharge from 
their secondary systems to the primary system. 
econdan ems which provide for treatment of Stormwater prior to discharge from 
individual developments within the unincorporated area are approved bv Palm Beach Cour 
based on compliance with SFWMD design standard 'hese ems, which consist c 
ention and detention facilities, receive permi om SEWMD which regulate the quali 
of Stormwater allowed to leave the property, and generally discharge into conveyance cana 
operated by water control districts 
alike many of the coastal communities within Palm Beach Coun пе County does no 
provide or operate a comprehensive urban Stormwater drainage em for land within 1 
jurisdiction. Palm Beach County itself operates Stormwater conveyances that serve the 
ountv's roadwa tem, which onlv provides for drainage of adjacent developed lands ir 
of older developmen which were permitted prior to the adoption of drainage 

andards now contained in the Со nified Land Developmer ode. New 
development is onlv allowed discharge to the roadway drainage em subject to compliance 
with requiremer or site-specifi onnection permi in ding Provision of on-site contro 


he County discharges Stormwate om its roadway drainage em throug 
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ormwater outfalls and 304 major оша defined as 36 inch diameter or greater) into 
various drain T. п ор d by drainage/w ontrol distr nC 
esponsible for discharges that contravene State standards set for the receiving waters. Palm 
Beach County has adopted a Stormwater quality management ordinance which prohibits non- 
ormwater discharges to the Stormwater managemen em. in order to maintain the Sta 
Water Quality Standards established for the receiving wate Den monitoring of the 
ounty's discharges reveals a violation of those standards, the Countv' ormwater Pollution 
Prevention Ordinance provides legal authori or the appropriate regulatory action to 


FUTURE CONDITIONS 


ounty water quality monitoring is available for use bv the water control distri пеп 
equested to do so by the distri пе County's Department of Environmental Reso 
Managemen RM) can perform water quality monitoring and notify the district of ar 
problems. As Special Distri ack enforcement powe RM, the State Department с 
Environmental Protection (DEP) or the SFWMD can enforce the Stormwater quali 
standards. 

] oun nd 39 other entities (including ater control distri bject to the federa 
regulations, FDOT anc municipalities) jointly applied for a permit through the Nationa 
Pollution Discharge Eliminatior em (NPDES) operated bv the federal Environmenta 
Protection Agen he NPDES Stormwater regulations require the co-permittees to assume 
responsibility for the quality o ormwater entering their Stormwater managemen em 
and Stormwater discharging into cla ed waters of the state/waters of the om these 

ems. Standards for Stormwater quality currently exist in that Stormwater discharges to 
waters of the state must meet the standards set for classified water bodies (F.A 62-30; 
The draft NPDES Stormwater Permit issued to Palm Beach Countv on March 99 
require hat Stormwater discharges from areas of new developme jenifican 
development and roadwa nall not cause or contribute to violations of State face 
Water Quality Standarc пе standards identified by the NPDES permit will be those 
enforced by one of the above referenced enforcement agencies (ERM, DEP or SFWMD 
called to assist a water control district. 

ADDED NEW SUB-SECTION: Stormwater Quality 
Су = annt More EN тарт 451577 ARO OTE FA: OTST TD 
ounty will conduct required water q ng of Stormwater for each с majo 
from road drainage systems over the five year life of the permit. A sening identifies an 
nacceptable contaminants, violations of the County's Stormwater Pollution Prevention 
Ordinance will be addressed through the provisions of that regulatory authori 

U COM 


ADDED NEW SUB-SECTION: Stormwater Quality 


ollowing the five year monitoring period required by the NPDES permit, Palm Beach 
our nall evaluate the data collected during the monitoring of the outfalls owned and 
operated by the County. The analysi E existing wa er quali andarc 
for Stormwater discharge, defined as the State surfa quali 


waters of the орж oie gets UU UU DER P rr RR 
bodies. 


Monitoring information collected by the water control districts shall be used to determine 1 
land development regulation ould be modified to require reduced discharge or improved 
treatment of Stormwater from areas of new urban developmen n case that problem are 


be identified, retrofitting may be required. 


August 21, 1997 ORDINANCE NQ., 
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C. Potable Water and Sanitary Sewer Sub-Elements EAR based revisions, additions, 
and deletions, including merging the sub-elements into one new sub-element. 


INTRODUCTION, EXISTING & FUTURE CONDITIONS PORTIONS OF THE DATA & ANALYSIS SECTION, AND 
AMENDMENT HISTORY. 


1. REVISED TEXT 
Рош: Water and Sanitary Sewer are required by Chapter 163, F. S., and Rule 9J-5.011, F.A.C. 
А. Purpose 

The purpose for the Potable Water and Sanitary Sewer Sub-Element has as its purpose: 


1. 1stTo provide for necessary public facilities and services €irparticular; potable-water 
ancdfireftow} (including fireflow); 


2. To establish different levels of service in order to meet a diversified demand 

3; То determine the mo appropriate пе ounty’s wa 8 . D IDE 
Бебе траат эсер: отузунан demas: corretated-to future 
Ғата-чтѕе-ртојесітоттѕ:; 

4. To determine sound management of wastew onsistent with fede 


state and local law, including ЕСШ Келу ошаса sound methods of 
disposing of treated wastes and sludge from water and sewer treatment plants. 


mersit pride To establish the conditions upon which central potable water 
d/or sanitary sewer service will be provided, and to identify those areas where public 


service will not be provided; . 


JU d ә лай "Yd Alit заа Y Wt Wt HU- U JU 7—1 AS 


fottows: 
= ami 70 s : ee water-and/or-samitary 
seer fron motile provides. Thi Sub-Elemenr Mente the servier areas 
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€B. Summary of Principal Findings and Plan Approach 


The tmportance-of—most relevant issues addressed іп the Potable Water and Sanitary Sewer Sub- 
Element tothe €ounty tsas folowsare the following: 


e The unincorporated area of Palm Beach County receives potable water and/or sanitary sewer 
from multiple providers. This Sub-Element identifies the service areas, capacities, and level of 
service of each provider. Analysis performed for this Sub-Element determines the impact of 
the proposed Land Use Plan on each provider's ability to meet future demand. This analysis 
provides the basis for intergovernmental and government/private provider coordination, to 
assure the availability of potable water and /or sanitary sewer to meet projected demand or; 
where demand-ccannot be met; to scale back growth projections. It also assures the County that 


needs can be met in the County's own service area. 


ai Y VY [ID VY в ovid ch ro " 5 UL 71 є 1 z JL a 
amdtoca = The Sub- 
Беш also provides a strategy to assist the County in meeting the абала ; of Chapter 
163, F.S., to provide required public services, such as potable water and sanitary sewer, 
concurrently with the demands for those services. This strategy includes a capacity 
documentation management system, which is necessary because the unincorporated area 
receives service from a number of providers. 


aiid b VY d5 VY C z 25 С vv ILI a d 


The Sub-Element provides information for current and future property owners and developers 
regarding proposed location, levels of service (LOS). and capacity of potable water and 
sanitary sewer service. 


The-estimated-830;000-ycar-round Tesidentsof- Palm Beach County residents 17-1988 obtained-drinking 
_potable water and sanitary sewer services through a variety of 


water-fromr-shallow-aquifer-sources; 
service providers. Approxtmatety+60;000- ofthe year-roundtesidents-weretocated Population living 
within municipalities and received drinking water either from those municipalities, or from private 


franchises or special districts authorized to serve those Vai ipai residents. The exceptions are the 
municipalities of Greenacres City where potable water and sanita es are totally provided 
by the Palm Beach County Water Utilities Department: and the Cit * of Atlantis, the towns of Haverhill, 
Cloud Lake and Golfview,whrich-are-totalty-served-by-the-Palm-Beach-County-Water-Utilities 
DBepartment-A and a portion of Lake Clarke Shores, ts-atso-served where potable water is also provided 
by Palm Beach County Water Utilities Department. The remaining approximately-370,000-ycar-round 


Palim Beach County residents located in the unincorporated portion of the County receive drinking-water 
services from one of the following sources: 


Potable Water 


ө Eastern Palm Beach County: Palm Beach County Water Utilities Department (PBCWUD); 
Seacoast Utilities; Acme Improvement District; Town of Jupiter; Village of Palm Springs; City 
of Lake Worth, City of Boynton Beach; City of Riviera Beach; Village of Tequesta; City of 
ig Beach; City of Boca Raton; Village of Ro Palm Beach; ный ИУ ЭЕ АШ н 
Wale: Control piston: а Dew utility provider; hd adl: community ЫЫ canons 
systems; or private welts. 


© Glades Area (Western Palm Beach County): City of Belle Glade; City of Pahokee; City of 
South Bay; or-private-wetts and small private water supply systems. 


e While most Eastern Palm Beach County drinking water providers rely upon groundwater as 
the source of raw water, the Glades Area municipalities draw water from Lake Okeechobee. 
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-Unincorporated residents located in eastern Palm Beach 


County received sewer service from one of three types of systems: sanitary sewer service, including the 
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e i anitarv sewer service, including the Palm Beach County Water Utilities Departmen 
PBCWUD oxahatchee River Environmental Control Distri ON), Seacoast Utilitie 
Acme Improvement District. Seminole Water Control District, and the municipalitie 

e. Package treatment plant systems serving only one land use or developmen ch as a mobile 
home park): ог 

e Septic tanks operated and permitted under the provisions of the County's Environmen al 


Control Rule I (ECR П). 


A majority of the urban unincorporated areas in the Gladestreats_are served by the cities of Belle Glade, 
Pahokee and South Bay. A small percentage of the unincorporated area relies on septic tanks. Package 
treatment plants serving labor camps and sugar industry sites are also present in the-Gladescarca-of 


unincorporated Palm Beach County areas in the Glades. 
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GOAL, OBJECTIVES, AND POLICIES 


2. DELETED сув Sewer COAL Didi чс E S 
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DELETEDPotable Water GOAL: RE o A L E 
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NEW Potable Water & Sanitary Sewer GOAL 1: 


Itis the GOAL of Palm Beach County: 


е To provide potable water and sanitary sewer service in the Palm Beach Cour 
Water Utilities Department service area; and to assure provision of service in 
other unincorporated areas not served Palm Beach County Wate 
De ent, and permi у iti e visi 
ervice shall be within the Urban Service Área and in accordance with the 
TOW ana e ideli 

9 To allow for the provision of septic or sanitarv service in unincorporated area 


not ve | wi e үу 


deli 


3. DELETED Objective 1- Potable Water: Within-the+ttme-frameprovided-by 163320244 


DELETEDObjective 1- Sanitary abet Withinthetime frame provided-by-63-32024D 


i ү ded dowd | 
NEW Objective 1.1 Service Concurrent with Development 
Potable water and sanitarv sewer services shall be provided concurrent with developmen 


onsistent with adopted regulations in the Unified Land Development Code D 


4. DELETED pd 1 -a/Potable Water: bia sciri rir ri its OO sg 


vite desciopinone ORDINANCE NO. 1 
ee ee аа Sewer: Ne 
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REVISED Policy 1.1-a: New development within the Palm Beach County Water Utilities 
Department service area shall be approved only when capacity is available to provide, or 
provisions are included (as identified in Capital Improvement Element Policies 1.2-g and 1.2- 
h) for the needed potable water and/or sanitary sewer or when the developer obligates funds 
to provide that development's share of capital improvements to any of these systems, as well 
as the distribution systems within the development. 





5: ORIGINAL Policy 1-b/Potable Water: The County shall approve developments іп 
unincorporated areas served by other sanitary sewer and/or potable water providers only if 
the following conditions are met: 


о The provider must provide certification to the County that capacity is 
available to provide service at the adopted level of service, or 

о Provision has been included in а duly adopted Capital Budget, or 

о The construction of the facilities or provision of services is the subject 


of a binding and guaranteed contract with the service provider. 


DELETED Policy 1-b/Sanitary Sewer:-Henticatto Potabte-Water Poticy+b- 


REVISED Policy 1.1-b: The County shall approve developments in unincorporated areas 
within the Urban Service Area which are_ served by other sanitary and/or potable water 


providers only if the following conditions are met: 


е The provider must provide certification to the County that capacity is 
available to provide service at the adopted level of service, or and 


: Provision hos heercmchded radu adopted Capita Budeet, Public Healt 


as verified a у ity 15 aval , or and 
© The construction of the facilities or provision of services is the subject of a 


binding and guaranteed contract with the service provider. 


6. DELETED Policy 1-c/Potable Water: sone о ы 
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DELETED Policy 1-c/Sanitary арта A 
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REVISED Policy 1.1-c: The County shall continue to annually approve a capital 
improvement program based on the six year program adopted by the Board of County 
Commissioners, which shall obligate funds for improvements to the County's water treatment 


and distribution system, and the sanitary sewer collection and treatment system consistent 


with local, state and federal regulations. 


UL wit ° »rovidec UY Judie 


T. DELETED ‘Policy 1- d/Potable Water: The-County-shali-amenddts-Eand-Pevcelopment 
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REVISEDPolicy 1.2-a: The minimum levels of service for the Urban Service Area shall be 
those contained in Table 1; Minimum Level of Service Standards for Potable Water. (See 


revised table in the next page) 








263 - peak 
195- average 


| 
| 


Distr; 
d) In gallons per capita per day (gpd) Source: Utility Providers, 1996 
(2) 1 
(3) 1.2 w dev t 

7 V 


12. ORIGINAL Policy 2-b/ Potable Water: The text remains identical. 


RENUMBERED Policy 1.2-b: The minimum level of service for single lots of record in the 
urban service area, which represent infill development, is a water well permitted in accordance 
with State and local regulations as administered by the Palm Beach County Public Health 
Unit. It is required by ECR-II, however, that new construction must connect to public water 
if available. The criteria for availability is based on the type of use and is defined in ERC-II. 


13. | DELETED Policy 2-c/Potable Water: Relocated to new Objective 1.5 - LOS: Rural Service 
Area, as Policy 1.5-a. 


14. ORIGINAL Policy 2-d/Potable Water: The text remains identical. 


RENUMBERED Policy 1.2-c: Design for additional capacity shall begin when 80 percent 
of facility capacity is demanded, and construction of additional capacity shall begin when 90 
percent of facility capacity is demanded in order to guarantee provision of more than the 
minimum level of service. Systems approaching buildout shall be exempt from this 
requirement. Systems approaching buildout are defined to be systems that are built to the 
ultimate capacity required to accommodate all projected growth within the system's service 


area. T 
| ORDINANCE МО. О / = 1! 
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10. 


11: 


DELETED Policy 1-d/Sanitary Sewer: Identical to Policy 1-d Water. 


REVISED Policy 1.1-d: The County has amended its Eand-Pevelopment-Code Unified Land 
Development Code and shall continue to operate a Capacity Management System and 
maintain an "Approved Projects Database", to ensure that all service providers will have 


adequate capacity to serve new development at the time that such development requires 
service. The Capacity Management System shall include, but not be limited to: 


© —intertocat-agreements—between theEounty—and the provider,to 
"i à 
| ' à Н d as . 2p KU EE 


© Developer agreements, or other legally binding instruments, to be 
executed between developer and provider, certifying that appropriate 
arrangements have been made to reserve capacity for a specified time 
period. These agreements must be enacted prior to issuance of 
development orders by the County. 


DELETED Policy 1-e/Potable Water: E cs disini venies, uie oen 
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DELETED Policy 1-e/Sanitary Sewer: Identical to Policy 1-e potable Water. 


REVISED Policy 1.1-e: The County shall continue to provide a report form to each provider 
for use in furnishing concurrency responses monthtyreports, documenting the amount of 
capacity obligated for a particular proposal in the unincorporated area durmgthat month, and 
the amount remaining. n a addition. the County shall request ап annual capacity report 


summarizing the total amount of capa obligated and remaining available for tha 
provider's entire system. The annual monthty report will be used to monitor the Capacity 


Management System, and to prepare the Annual Adequate Public Facilities Report and 
Evaluation and Appraisal Report (EAR). 


ORIGINAL Policy 1-f /Potable Water and 1-f/Sanitary Sewer: The text remains the same. 


RENUMBERED Policy 1.1-f: The County shall accomplish intergovernmental coordination 
with the numerous municipalities, special districts, and utility providers of Palm Beach County 
through the utilization of the Concurrency Management System. 


REVISED Objective 1.2 Potable Water - Levels of Service: Capacity 


Level of service standards for potable water shall be adopted for purposes of determining 
capacities required for issuance of development orders, pursuant to Policies 2-d and 2-e in 
the Capital Improvement Element, for the Urban Service Area. The Urban Service Area is 
depicted on the map entitled "Urban and Rural Service Areas", included in the Comprehensive 
Plan Map Series. 


DELETEDPolicy 2-a/Potable Water:“Fheammmnunrievets of service tor the Orban Service 
Areashattbethose-containectr the folowing table. (See deleted original table in Appendix 


C of the Amendment Staff Report) ORDINANCE МО. 97 f ЭЕ 4 1 


Exhibit C C- 7 Ordinance 97 - 


15. 


16. 


[у 


18. 


ee MÀ — —!—À — — - — — 


DELETED Policy 2-e/Potable Water:-Ati-improvements-forTeplacement;-expansiom-or 


DELETED Policy 2-e/Sanitary Sewer: Identical to Policy 2-e/Potable Water. 


REVISED Policy 1.2-d: All improvements for replacement, expansion or increase in capacity 
of facilities within the Palm Beach County Water Utilities Department service area shall be 


compatible with E level of st service standards for чаара ола 
and state regulations 


ирро Ва ument, section or an ana 
пе difference between level of service for facility design, and the adopted level of se SE 


unit of demand.) 


ORIGINAL Policy 2-f/Potable Water: Palm Beach County shall continue the water service 
improvement program of replacing 4" lines with 6" lines to provide adequate fireflow in older 
developed portions within its service area. 


RENUMBERED Policy 1.2-e: Palm Beach County shall continue the water service 
improvement program of replacing 4" lines with 6" lines to provide adequate fireflow in older 
developed portions within its service area. 


ORIGINAL OBJECTIVE 2/Sanitary sity ai lp gn es n) e qo Rc 


(C à D Ee u^ : - n 
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RELOCATED, REVISED AND RENUMBERED OBJECTIVE 1.3 Sanitary Sewer - 
Level of Service: Capacity: Level of service standards for sanitary sewer shall be adopted 
for purposes of determining capacities required for issuance of Development Orders, pursuant 
to Policies 2-g and 2-h in the Capital Improvement Element (СТЕ). 


DELETED Policy 2-a/Sanitary Sewer: Fhe-ammimunrievels of service for the Brbar Service 


2" тер E E A E OTTOW х SIC: Оа ў A Теп "mo 


Series: (See deleted original table in Appendix C of the Amendment Staff Report) 


REVISED AND RENUMBERED Policy 1.3-a:The minimum levels of service for the Urban 
Service Area shall be those contained in Table 2 - Minimum Level of Service for Sanitary 
Sewer. The Urban Service Area is depicted on the Map entitled "Urban and Rural Service 
Areas", included in the Comprehensive Plan Map Series. (See revised table in the next page) 


ORDINANCE МО. 


г VT 





Exhibit C C- 9 Ordinance 97 - 





(1) Gallons per Capita per Day (gpd) : Servic vi 


19. RELOCATED AND RENUMBERED POEICY2-b/Sanitary-Sewer Policy 1.3-b: In the 


urban service area, the minimum level of service for single lots of record which represent infill 
development is a septic tank permitted in accordance with State and local regulations as ad- 
ministered by the Palm Beach County Public Health Unit; however, connection to public 
sewer is required when available. The criteria for availability is based on the estimated 
sewage flow and is defined in ECR-I. 


20. RELOCATED AND RENUMBERED POEIC€Y-2-d/Sanitary-Sewer Policy 1.3-c: The 


PBCWUD shall prepare a capacity analysis for each of its wastewater treatment plants in 
accordance with Florida Administrative Code 17-600.405(6). The analysis shall be updated 
annually when a capacity increase is necessary within the next 10 years. Design for additional 
capacity in the PBCWUD service area shall begin before a facility is 4 years away from the 
need for on-line capacity expansion as determined by a capacity analysis. Construction 
permitting of additional capacity shall be initiated at least 3 years before on-line capacity is 
required, and construction shall be complete and an operating permit application submitted 
to DEP at least 6 months prior to when initial capacity is exceeded. As the system - 
approaches buildout, it shall be exempt from this requirement. Systems approaching buildout 
are defined to be systems that are built to the ultimate capacity required to accommodate all 
projected growth within the system's service area. 


21. "DELETED Pohcy2*f: Pahr Bez ounty-Board-of-Cotunty-Commissic x 
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22. RELOCATED OBJECTHVFE 4/Potable-Water:-Eevelof Service Quality OBJECTIVE 
1.4 Potable Water - Level of Service: Quality: The following level of service standards for 
potable water quality are hereby adopted for compliance with federal and state laws and 
regulations. The County shall continue to comply with ECR II requirements to meet local 
regulations. 


RELOCATED Policy-4-a Policy 1.4-a:The County shall upgrade treatment processes to 
provide aesthetically pleasing water, while meeting all EPA, DER and ECR II requirements. 
The County shall implement improvements necessary for filtration, disinfection, trihalo- 
methanes and other regulated contaminants. Programmed improvements include: addition 
of ozone disinfection to existing lime-softening treatment plants, improvements in filtration 
and construction of a low-pressure reverse osmosis facility. 


23. NEW OBJECTIV. - Level of Service: Rural Service Area: The following levels c 
ervice for the Rural Service Area have been adopted for consistency with provisions in the 
Land е and Capital Improvement elements, and for compliance with State and Coun 
regulations. 
RELOCATED AND RENUMBERED Policy-2-c/Potable—Water Policy 1.5-a: The 


minimum level of service for Development Orders identified in Policies 2-d and 2-e in the 
Capital Improvement Element, within the Rural Service Area, is an on-site potable waterwell 
permitted and operated in conformance with state and County regulations. There shall be no 
minimum levels of service for fire flow or storage in the Rural Service Area. 


RELOCATED AND RENUMBERED Policy-2-c/Sanitary-Sewer Policy 1.5-b: The 
minimum level of service for Development Orders identified in Policies 2-g and 2-h in the 
Capital Improvement Element, within the Rural Service Area, is a septic tank permitted and 
operated in conformance with state and County Regulations, as permitted by the PBCPHU. 
Development Orders will not be issued if there is a demonstrated public health hazard. 





24. n cu. pec pepe ssi prar aree oce ee PURSE ES CARERE ET 
and welfare, and to make D ng capa oun nall encourage the 
conversion of well and/o es ank users within the Urban Service Area to central we 
or wastewater facilities. Through an assessment process the construction or reconstruction 
of water and/or sewer lines will improve the distribution of water and collection o 
wastewater. The assessment program shall provide an affordable financial vehicle for the 
continuing program to improve water and sanitary sewer facilities upon properties speci 
benefiting from such improvements. 

ORIGINAL POLICY 3-a/Potable Water: Palm-Beach-€ounty-shallcontinmuce-to-offer-the 


DELETED POLICY 3-a/Sanitary Sewer:-tenticatto Pottcy3-a/Potabte Water: 


RELOCATED & RENUMBERED Policy 1.6-a: Palm Beach County shall continue to offer 
the utility assessment program to areas lacking service within the Palm Beach County Water 
Utilities Department service area. The utility assessment program is a voluntary program 
requiring petition for service by at least 51 percent of the homeowners. Candidate areas for 
service through this program shall be identified based on a continuing evaluation of need. 


25. DELETED OBJECTIVE 3-Sanitary Sewer: Correction of Deficiencies In order to 
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DELETED OBJECTIVE 3-Potable Water: Identical to Objective 3/Sanitary Sewer. 


e LB E 
potable water and/or sanitary sewer and for the correction of existing and potenti: 
deficiencies: Potable water and sanitary sewer shall be provided only in the areas ДЕНС 
below, in order to protect public health, make the best use of available capacity and 
discourage urban sprawl: 


Urban areas, including areas deficient in service; 
Areas that must be served to insure system efficiency; and 


Areas specifically designated for potable water or sanitary sewer service due 
to public health and safety requirements. 


DELETEDPoticy-3-b of Potabte-Water-and 3-b of Sanitary-Sewer-Palm-Beach-€ounty 


+ a you лла G ditas чоч v , Allu n 
providing that service, through the following procedure: 


and—other-service-areas; 
ee ee 
developed unincorporated ғ whe па: п determined by Palm Beach County Pub 
ealth Unit (PBCPHI at use of private wells and/or septic tanks poses a health thre 
ө PBCPH nall identify those areas where a public health emergency exists о 
imminent due to failing septic tank tems. Upon notification of emergency the 
PBCWUD shall implement steps to extend water and/or sewer service to the affected 
areas. 
ө РВСРЕ nall identify those areas where use of private wells and/or septic tank 


oresents potential health problems; a prioritv shall be assigned based on health risk 


ors. Within one vear of identification, the Coun nall determine the cost c 
providing centra ice, identify the sources of funds, and establish a timetable fo 
provision of service based on the priority assigned by the PBCPHU; the County sha 

о identify intergovernmental mechanisms needed to address areas not located in 
РВ JD service area, and funding mechanisms for economically depressed аге 
in need of service. 


DELETEDPolicy 3-C of Potable Water and 3-c of Sanitary Sewer: These two policies 
are identical and the text remains the same as illustrated bellow. 


RELOCATED AND RENUMBERED Policy 1.7-b: Designation of areas within the 


PBCWUD service area that require emergency sanitary sewer and/or potable water service 


ORDINANBE NO, 97- 21 
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due to public health threats caused by illegal disposal of hazardous waste, storm damage to 
individual systems, or other circumstance, shall involve notification of Palm Beach County 
by the PBCPHU. Funding for such emergency actions shall come from the General Fund, and 
the County shall seek to recover costs by identifying potentially responsible parties. 





26. 


2T. 


28. 


29. 


DELETED Policy 3-d/Potable Water: Fhe-County-shattcoordinate-with tepresentatives 


prehenstve Pian. 
ORIGINAL Policy 3-d/Sanitary Sewer: Fhe-Countyshattcontinueto-work-with tepresenta= 
. ] . - = 


REVISEDPolicy 1.7-c: The County shall coordinate with representatives-from the Special 


Districts to ensure that District plans are compatible with the County's Comprehensive Plan, 


in compliance with Paragraph 189.4 hapter 189, F.S. The coordination called for i 

efor the resolution of health hazardous and emergency situations as indicated in Policie З 

а E | - 

ө to make e that Special District plans, programs and projects are consistent with the 
ounty's Comprehensive Plan, in particular with the wth Management Strategie 
enun the Tind Use E) F the P] 

A new Goal area (Goal 3) has been created in the Stormwater Management (SWM р- 

Element dealing with coordination with the Special Districts. Policie -a and 3.]-b unde 
M Goal 3, also provide direction on how to implement procedures to coordinate with the 

xe I isti 

RENUMBERED Objectived/Sanitary Sewer OBJECTIVE 1.8 - Rehabilitation of the 


Sewer System: Palm Beach County shall identify areas within its service area in need of 
rehabilitation and/or replacement, and shall program these improvements with funds through 
the Capital Improvement Element. 


RENUMBERED Policy-4-a/Sanitary-Sewer Policy 1.8-a:The County shall continue to 


rebuild and upgrade older pump stations and equ:p stations with remote telemetry for control 
and monitoring, as identified in the Capital Improvement Element. 


RENUMBEREDPotlicy-4-b/Sanitary- Sewer Policy 1.8-b: The County shall reduce and/or 


eliminate infiltration/inflow in the wastewater system through replacement and/or 
rehabilitation of lines and manholes. Annual identification of areas in need of such rehab- 
ilitation shall be continued. 


DELETED Objective 5-: Water Conservation/Potable Water: Palm Beach C€ounty-shall 


- 9 , 


бета Е ЗОРИИ ds НИЙ 


REVISEDObjective5 OBJECTIVE 1.9 -Water Conservation: Palm Beach County shall 
complete continue to implement procedures and programs to conserve water through reuse, 


and other methods, consistent with federal, state and regional policy plan goals and 
regulations. 


RENUMBERED Policy 5-a/Potable-Water 1.9-a: Palm Beach County encourages and 
promotes innovative alternative reuse technologies to augment water resources including: 
conventional reuse irrigation piping systems, constructed wetlands, aquifer storage and 
recovery (AS), groundwater recharge and indirect reuse systems. 

RENUMBERED Policy 5-b/Potable-Water 1.9-b: The County shall require the use of 
irrigation quality (1.Q.) reclaimed water for irrigation in any new development within the Palm 
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30. 


31. 


32. 


33. 


34. 


Beach County Water Utilities Department Mandatory Reclaimed Water Service Area 
(MRWSA) or where a reclaimed water main is within 500 feet of the property to be 
developed. 


@ The MRWSA shall correspond to the area surrounding the Southern Region Water 
Reclamation Facility on Hagen Ranch Road in suburban Delray Beach (See detailed 
description of this area in Section IIL.A.4 of this sub-element) 

elf all or a portion of any new development or project falls within the MRWSA, the entire 
development or project shall be required to use reclaimed water service. 

€ No new customer shall construct or use a new irrigation system which does not use 
reclaimed water where reclaimed water service is available. 

@Not withstanding the above requirements, other customers may connect to the reclaimed 
water system with the approval of the Department. 


REVISED Policy-5-c/Potable-Water Policy 1.9-c:Within-the-ttme-frame-provided-by 
163:32020)7 FS, the Palm Beach County shall adopt continue the implementation of land 
development regulations that require proper plant selection and siting, preservation of existing 
native vegetation and use of native plants (example-—xeriscapingy, efficient irrigation systems 
(example: xeriscaping), preservatron-of-existimg mative-vegetatron and appropriate main- 


tenance procedures. 


REVISED Policy—-d/Potable-Water Policy 1.9-d: The County shall adopt a policy 
requiring manual operation of all sprinkter irrigation systems, or automatic systems with 


sensors, at-County-facilities during Tamy-seasons; in order to eliminate-sprmkHng irrigation 


cycles during rain or when ground is saturated. 


REVISED Policy-5-e/Potable-Water Policy 1.9-e: The County shall coordinate with the 
South Florida Water Management District (SFWMD) in the development of the Pahn Beach 


€ounty local Water Supply Plan. The County shall coordinate with the SFWMD in 
development of a plan which will provide adequate water for the conservation and restoration 
of native ecosystems, agricultural, domestic, public water supply, and industrial needs. The 
County shall participate on the Lower East Coast Regional Water Supply Plan (LEC) 
Advisory Committee, the-Palm-Beach-€ounty localWwater Ssupply Pplans Advisory 
Commrittec, and other committees essential to Palm Beach County's interest. The County 
shall also coordinate with the public and private sectors, 32—major utilities;-37 and 
municipahttes providers, and 13 with water control and special districts which manage water 
resources in the development of the PBEWSP local water supply plans. The final draft LEC 
plan forcapprovat-by-thc-SFWNTP-Governimg Board is scheduled for submittal in October 
1995: early 1997 for approval by the SFWMD Governing Board. For more information on 
пе water supp e and | mportance to the e of water resources in the Cour 


data and analysis sections and Policy 6.]-a of the Conservation Elemen 


REVISED Policy-5-e/Potable-Water Policy 1.9-f: Palm Beach County shall encourage-the 
contimuatiorrof promote existing water conservation programs as directed by various public 


and private agencies and organizations, through apubhc educatton program the distribution 
of information prepared by those entities. 


DELETED Policy—-g:—-Palm-Beach-C€ounty—-shall-encouragc-the-inclusion-of—water 


ü C ШИП ШП ids u d C Lid lu C a WU 


REVISED Poticy-5-h_Policy 1.9-g: Palm Beach County shall encourage-attutihtiesto 
consider continue to promote the prohibition of water-only meters used strictly for irrigation, 


where reasonable alternative irrigation sources exist: , by providing information on this issue 


r uti vi 
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З5. 


36. 


37. 


38. 


39. 


40. 


41. 


42. 


43. 


REVISED Polticy-5-i Policy 1.9-h: The Palm Beach County Water Utility Department shall 
continue to promote water conservation through the use of increasing block utility rate 
structures anc-encourage-other-providers to-do the-same by providing information on this 
issue to other utility providers. 


DELETED Policy-5-;—Palmr Beach €ounty-shathtevise its Plumbing-Code-toequire^water- 


H HE icy 5-k-Poli -j Palm Beach County shall establish a long-term goal 


of a water consumption rate of 150 gallons per capita per day and shall structure water rates 
to support this goal. Palm Beach County shall urge all providers to adopt this goal and 
similarly restructure their rate schedules, in order to achieve water conservation. 


DELETED X1 AT VER ODT A V-ater-and Groundwater OCuah 

amenditas necessary to protect -water-and groundwater- 

DELETEDPOTXE ATFER-OBJECTIVE-6-Groundwater-Protection-Paim-Be 

prevent groundwater degradattor: 

о нае Surface Water and Groundwater Protection Wat Palm Beach 

Coun hall ue enfo оса] regulations designed and adopted to preve 
STO IMPER ae and to prote water and groundwate ^SOUTCE ha he 
ellfield Protection Ordinance ronmental Control Rule R- nvironmenta 
ontrol Rule II R-II), and the Turnpike Aquifer Protection Overlay Distri APO 


REVISED Potable-Water-Policy-6-a Policy 1.10-a: Cones of influence of wellfields shall 


be identified on the Eand-E8se-PlarXEUP)map Wellfield Zone of Influence map as areas of 
restricted-tanchttse; where use of regulated substances is restricted. The map is maintained 


ру Рат Beach Coun SM, Which пе agen iat administe tod "Er Оп 


RENUMBEREDPotabte-Water Poticy-6-b Policy 1.10-b:New uses or developments, or 


non-conforming uses and developments proposed for expansion, located within the Turnpike 
Aquifer Protection Overlay (TAPO) District and designed for the purpose of storing, handling 
or processing of regulated substances, as defined by the Unified Land Development Code, 
shall comply with the requirements of the Wellfield Protection Ordinance restrictions for 
zone 3. 


REVISED Sanitary-Sewer-Policy-5-a Policy 1.10-c: The County shall limit the use of 


package plants to those areas where extension of thetegronatsystem 
system is planned. In the interim, the package plant shall be operated and maintained by the 


PBCWUD and/or any other utility whose jurisdiction includes the area whe package 
plant is required. 


DELETED sec am cale ta re Beara eA a era 
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REVISED Sanitary Sewer Poticy 5-c Policy 1.10-e: The County and the PBCPHU shall 


continue to enforce the provisions of Section 43, sub-section 12 of ECR I, which requires the 


abandonment of on-site systems and connection to a central system within О 7 of E 1 


availability of said central system. ORDINANCE NO.. 
be 
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О. Aquifer Recharge Sub-Element EAR Based revisions, additions, and deletions. 
1. DELETE AQUIFER RECHARGE INTRODUCTION, GOALS, OBJECTIVES AND 


POLICIES, EXISTING CONDITIONS, ASSESSMENT, AND PLAN SUMMARY AND 
RECOMMENDATIONS. 


————————————————— — — kedopted-08/31/89 
Sr Oe RECHARGE 


expressed forthe protection of naturat groundwater recharge areas: 
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August 21, 1997 
J:\COMMON\PLANNING\CURRENT\AMEND(97-1\BCCADOPT\ORDINCE\UTILITY.EXH 


STATE OF FLORIDA, COUNTY OF PALM BEACH 
| DOROTHY H. WILKEN, ex-officio Clerk of the 
Board of County Commissioners certiiy this to be a 
true and corregt copy pf the original iied in my office 


ORDINANCE NO. 
| 97-531 
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